
THE ONLY 


WITH 

SlIDE-MTIC 


HE GOULD BLOW SMOKE 

OUT OF HIS EARS 


EVER SAW RIM 
BLOW SMOKE 

OUT OF HIS EAOS. 


SURGEON GENERAL’S WARNING: Cigarette 
Smoke Contains Carbon Monoxide. 


II 


THI ACTION PACK 


Kamel Fuff Flavor Mentha; tfmg. W ,1,19 mg.nicotineav. per cigarette byFTC. method- 
Kamel Mentis Lig [rts: 12mg. 'tar’, .93 mg, nleetine ay, per cigereRe fiy FTCntfilhetf. 


j? IK! 


Source: https://www.industrydocuments.ucsf.edu/docs/fkym0004 













